1983 EDITORIAL INDEX 


index to Volume 88, January— December 1983 


Abbreviations used: (DtW) Developments to Watch; (ES) Economic Scene; (Legal) Legal Scene; 
(News) Coal in the News; (Ol) Operating Ideas; (WS) Washington Scene 


The categories appearing in this index are: 


Accidents 
Acquisitions 
Air pollution 
Alabama 
Alaska 
American Mining Congress 
Anthracite 
Argentina 
Australia 
Austria 
Awards 


Court actions 

Crime 

Deep mining 

Denmark 

Department of Ene’ 
Department of Interior 
Disasters 


India 

Indiana 

Indians (American) 
Indonesia 

Industry Events 
International 

International Energy Agen- 


National Coal Association 
Naturai gas les 
New Mexico Scotland 
South Africa 
a Korea 
pain 
Strikes 
Sulfur 
Nuclear power Supplies 
Office of Surface Mining Surface mining 
(OSM) Swazi 
i Sweden 
Synthetic fuels 
Synthetic Fuels Corporation 
Taiwan 
Taxes 
Tennessee 
Tennessee Valley Authority 


New Source Performance 
dards 


cy 
Interstate Commerce Com- 


East Germany 

Belgium Economic Scene 

Benefits Economics 

Biack lung disease Egypt sila 
Blasting Energy Laws and legislation 
Brazil Environment Legal Scene 

Bureau of Land Manage- Environmental Protection Lignite _ 

ment Agency Liquefaction 

Bureau of Mines Equipment Guide Louisiana 
Equipment News Machinery 
European Economic Com- 

munity (EEC) 

Expansions 

Exploration for coal 

Export-Import Bank i 
Coal Leasing xo! Pressurized fluidized bed 
Coal-oil mix . (COM) i combustion 

Coal usage, conversion to Production 


io 
= and oil shale 
n 
Pakistan 
Pennsylvania 
People 
Philippines 
Pipelines 
Planning 
— 


a Air Act 
United Mine Workers 
Utah 

Utilities 

Virginia 


Coal Employment Project 


Coke ani coking 

Colombia 

Colorado 

Communications 
Computerization — 
tions 

Construction 

Conventions 

Conveyors 


Gasification, coa! 


Government 
Great Britain 
Haulage 
Hawaii 
Health 
Illinois 


Accidents, see also Disasters; Safety 

Another miner killed at Grundy site (News) Mar 29 
Eastern Associates settles injury suit for $1.5 million 
(News) 
Pennsylvania study (News) 

R, for back injuries (News) y 
Acquisitions, see also “Company Index”; Ex- 
pansions; Mergers; Sales 

Kaneb Services acquires Kentucky coal operation 
(News) Sep 
MPSI acquisition (News) .... 








General Accounting Office 


Production statistics, coal 


Puerto Rico 
Railroads 


Mine rescue techniques 
Mine Safety and Health Ad- 
ministration 

Mining and Reclamation 
Council of America 

Mining methods 

Montana Reserves 
Mozambique 


GENERAL INDEX 


for funds (News) 

American Mining Congress (AMC) 

Focuses on economy, energy 

Anthracite 

Austrian anthracite (News) 

Exports off (News) 

Is reclaimed from culm 
tina 








Argen' 

Coal exploration contract (News) 
Energy export plans (News) 

At energy. 





PBS acquisition (News) 

Sun acquisition (News) 

Agreements, see Construction; Labor; Machin- 
ery; Mines; Sales 

Air pollution, see also Environment; Sulfur 
Emitted stench warns miners of fire (DtW).. Nov 75 
Highly sensitive smoke detector ready for mine 
tests (DtW) Sep 109 











Alabama 

U.S. Synthetic Fuels Corp. receives 46 proposals 
for funds (News) Feb 15 
Alaska 


Alaskans aim at methanol-coal slurry from Beluga 
(News Jun 19 
Gains right to regulate surface effects (News) 

Jul 32 
U.S. Synthetic Fuels Corp. receives 46 proposals 





see Nuclear power 
Australia 


Chips control cleaning circuits 
Coal production and exports set records in 1982 
(News) A 
Coal redeployment (News) 

Coke saturation (News) 

Construction contract (News) 

Contract compromise (News) .. 

Equipment loan credit (News) 

Export earnings (News) 

High rail rates (News) 

Indian needs (News: 

Japan deal (News) 

Japanese boiler (News) 

Japanese ownership nags Australians (News) 











Korea’s smeiter deal (News) 


Washington Scene 
Water transport 
West Germany 
West Virginia 


Reclamation 
Refuse disposal 
oy 


‘ambia 
COMPANY INDEX 
AUTHOR INDEX 


Retirement 





New mine (News) Sep 
Pacific Coal Co. opens Tarong surface mine 
Dec 








News) 

Prep plant (News) 
Profits up (News) 
Project halted (News) 
Riverside opens (| 














(News) 

Western mine (News) 
Austria 

Anthracite (News) 
Automation, see 


Awards 
Inaccurate records lead firm to return award 





(News) 
Safety award (News) 
Safety awards (News) 
. see Equipment Guide, Power supply 


Belgium 
Contract | (News) 





May 32 
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Employee benefits (News) 

R, for back injuries (News) 

Bituminous, see Coal; Production statistics 
Black lung disease, see also Health 
Kentucky clinic (News) 


Blasting 

Backyard blasting on the quiet 

Drill improvements up performance . 
Expensive bits are cheaper to use... 
Shooting coal pays off 

Bolting, see Roof support 


Brazil 
Coal meeting (News) 


Mozambique studies (News) .. 
Production (News) 


Approves lignite swap in West (News) 

Budget seen by some to short change coal sector 
(WS) 

Charges Powder River exploration was illegal 


y 
Navajos seek position on coal team (News) . Jul 17 
Sale reset (News) May 31 
Urged to cut Western lease tonnage (News)Jun 25 
Bureau of Mines (BOM) 
Studies abandoned mine power (News) 
Takes lead in 1983 R&D 
Cable, See Power supply 
Canada 


Aug 37 


Coal contract (News) 

Contract extended (News). 

Korean purchase (News) ... 

New mine (News) 

Thermal construction (News) 

UMW keeps Canada (News) 

Cars, see also Equipment Guide; Haulage 
Coalcar orders decline, Chessie system idies 470 
(News) 

Riding rails underground 

China 

Breaks records (News) 

Chinese rescue (News) 

Coal to east China (News) 

Coal to Malta (News) 

Contract renewal (News) 

Expands mines (News) .. 

Japanese aid (News) 

Japanese venture (News).. 

Kentucky agreement (News).... 

Needs aid (News) .... 

Offer accepted (News 

Pipeline (News) 

Quality test contract (News) 

Shell to China (News) 

Technology swap (News) 

U.S.-China coal deal (News) 

West Germans sign lignite development deal in 
EEN ar . Jul 25 
Clarifiers, see Equipment Guide, Preparation 
Classifiers, see Equipment Guide, Preparation 
Clean Air Act, see also 

Six new Democrats in House sharpen pens for 
Clean Air Act rewrite (WS) 

Cleaning, see Preparation 

Coal, see also Anthracite; Coke and coking; 
Lignite; Production statistics 

After year of recovery coal should finally benefit 
(ES) Oct 40 
a oil is good news for U.S. and for coal 
(ES) 


Coal coalition sharpens daggers for Staggers Act 
counterattack (WS) Sep 9 
Coal industry rails at ICC guidelines (News) Apr 11 
Coal industry seems happy with Clark (News) 

Nov 13 
Coal’s turn to take part in recovery is coming up 
(ES) Nov 30 
Customers will recover at modest rate (ES).Apr 44 
Data hotline (News) 
Declining coal volume (News) 
Economic growth is now key to ccal’s future 


(News) 

Industry finds there’s no fuel like synfuel (News) 
Jan 11 

Industry in doldrums looks to 1983 Congress for 

more than wind (WS) Feb 9 

International Energy Agency head predicts coal 

rebound (News) .... 
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Joseph Yancik selected to run Commerce Depart- 

ment coal group (WS) 

Mobil launches coal career 

NCA: cargo bill would sink coal industry (News 
Jul 13 

New instruments can probe coal’s dark secrets 

(DtW) 

1983: a better, more stable year 

Vs. nuclear (News 

Oxygen in coal (News) 

Perma pulls oil-to-coal switch .. 

Promoted as alternative to another energy crisis 

13 





(News) 

Recession takes further toll of coal’s customers 
(ES) 

Recovery for coal will lag behind rest of industry 
(News) Aug 46 
Recovery is on its way, but not in export market 
(ES) . Sep 62 
teamig electrical generation dims coal’s pros- 
pects (ES Jun 40 
South African club formed to improve coal classifi- 
cation (News) Feb 28 
Tax benefits can aid coal operators who know how 
to find them 
Thin seam mining 

U.S. coal demand set to rise, but exports will 
founder (ES) . 
West Germany rejects greater subsidies for coal 
industry (News) 

World coal production declined from 1979-81 
(News) 

Coal conversion, see Gasification, coal; Lique- 
faction; Research; Synthetic fuels 

Coal Employment Project (CEP) 

Pittston Corp. eyes a peeper suit (News) ... Mar 29 
Women file peephole suit in Illinois (News) . Aug 15 
Coal inventory, see Reserves 

Coal leasing 

Amendment rejected (News) 

Coal leasor not entitled to gas in coaibed (Legal) 

















Federal coal set back (News) 
Ft. Union Coal Team urges summer sales of lands 
Apr 32 
GAO fires salvo at federal coal lease programs; 
Interior responds (WS) Jun 9 
Indian law suit would void leases in San Juan Basin 
(News) 
Interior Secretary Watt yields to western coal gover- 
nors (News) Jan 19 
Land Bureau budget seen by some to short change 
coal sector (WS) Apr 9 
Land Bureau urged to cut Western lease tonnage 
(News) Jun 25 
Montana state government amends coal lease cri- 
teria (News) May 15 
Navajos designate lease renegotiation team 
(News) Sep 2: 
New Mexican lease plan criticized (News) ..May 15 
in New Mexico (News) 
New Yorkers face coal fraud charges (News) 

Sep 13 
Suspended (News) Aug 41 
Wait’s picns for leasing western federal coal tracts 
criticized (WS) 
Coal-oil mix (COM) 
All systems go (News) 
Israel plant (News) 
Israeli plant (News) 
For kwh (News) 
Coal usage (conversion to) 
AEP to provide power (News) 
Carib coal (News) 
Coal-fired refinery (News) p 
Coal-fired ship starts deliveries to Brayton Point 
station (News) Aug 21 
Coal promoted as alternative to another energy 
crisis (News) 
Con Ed’s coal request (News) 
Israel saves (News) 
Malaysia coal use up (News) .. 
Mexico plans to build coal- fired power plants 
(News) . . Dec 
NCB seeks conversion subsidies for coal-fired boil- 
ers (News) 
Northeast coal conversion (News) 
Pakistan to build coal-fired power plants (News) 


















































Philippine coal conversion (News) 
In Philippines (News) 
State of Florida approves coal-fired power plant 





(News) Jan 23 
Utility coal conversion unaffected by OPEC disarray 
(News) Apr 17 
Zimmer nuclear plant may switch to coal (News) 








Coke and coking 

Coke coal price drop (News) 

Coke saturation (News) 

East Germany to repudiate steam coal and coke 
imports (News) 
Met coal outlook: dreary worldwide (News) May 11 
Pelletized coke process to use waste-coal fines 
(Dtw) Sep 109 
Pumping refuse into bank Apr 68 
Soviets sit on frozen assets in cold coalfields oa 
Siberia (News) May 27 
Colombia 











Borrows $9.5 million from World Bank for coal 
exploration (News) 
Cerrejon puts Colombia in spotlight 

Coal to Puerto Rico (News) 

Exports first coal from Cerrejon central zone 
(News) 
Israeli deal (News) 
Mine sells all 1983 output (News) 
Reserves develop (News 

Sells coal to Puerto Rico (News) 











Colorado 
Apache Energy will reopen Sunlight mine (News) 
N 


At best, Colorado seams unusual 
Groups oppose agreement (News) .. 
Realizing Western coal potential .. 
RME files suit (News) 
Shafted in Colorado (News) 
Sluggish market delays Colorado mine (News) 
Jul 29 
Commerce Department, see Department of 
Commerce 
Communications 
Dedicated wire performs better. 
Up sabe went 
Com 





ion applications 

Britain’s Coal Board divides to conquer 

Chips control cleaning circuits 

Computer-aided model to help forecast future of 
West Virginia coal (DtW) 

Computer program aids in coal specs (Ol) ..Oct 88 
Computerized steering aids output 64 
Computers become mine's eye.... 

Computers for maintenance 

Computers may soon direct mine rescues (DtW) 


Computers track truck weigh-ins (Ol) 
Mining power of computers 

Oil drillers strike clean coal 

Owners automate plants—slowly. 

Two miners boost productivity 
Construction, see also Planning 
Contract miner is major producer 

Mine contract (News) 

Continuous mining, see Deep mining 
Contracts, see Construction; Labor; Mac! 
Sales 


Conventional mining, see Deep mining 
Conventions 
ABMEC '83 focuses on transport 
AMC focuses on economy, energy 
Few American producers attend Soviet coal show 
(News) 
Coveyors, see also Machinery 
AC drive cuts maintenance for conveyor (Ol) 

Apr 80 
Cross-pit conveyor concept forges ahead, backed 
by consortium (DtW) 
NCB tests two conveyor systems 
Court actions, see also Laws and legislation; 
Regulations 
Assessment upheld (News) 
Court tells EPA to strengthen regulations for tall 
stack emissions (WS) Nov 9 
Firms, man and wife fined for Powder River drilling 
(News) Oct 24 
Individuals can be fined for mine safety violations 
(Legal) 
Lawsuit denied (News) 
Lawsuits revoked (News) 
Legal Scene 
Supreme Court rules against San Antonio in rate 
case (News) Jan 15 
Crime 























Coal fraud (News) May 31 








Coal scam: Leviticus probe nets 39 (News)May 15 
Former Westmoreland workers are convicted 
(News) Jun 28 
Man convicted in tax shelter scheme (News) 

May 25 
New Yorkers face coal fraud charges (News) 





Superintendent, supervisors convicted in Ferrell 


5 Preparation 
Deep mining, see also Machinery; Mining 
methods 
Continuous haulage helps eliminate waiting time 


Continuous miners vs. longwalls 

Diesel hearing (News) 

Factors that make underground coal mines safer 

(Dtw) 

Good upkeep adds to battery life 

In-seam miner to go after lost coal (DtW). Sep 109 

Longwalls offer several advantages in thin seams 
May 67 

Machine designers seek truly continuous system 





New system speeds shield pulling 
Optimum pillar size in longwalls sought through 
cooperative study (DtW) Aug 75 
Penn State focuses on longwall mining research 
(Dtw) Sep 109 
Realizing western coal potential .-.. Jul 96 
Reduce highwalls—and costs, too.. .. Mar 42 
Roadheader drives two slo 9 
Sequatchie Valley Coal Co. installs underground 
seismic monitors (News) Dec 
Thin seams can bring clean profits 
Thin Seam machinery 
Tips on keeping longwalls in compliance (Ol) 
Ja 





in 105 
Two miners boost productivity 

What happened to TSM?................::ssee0 Nov 34 
Denmark 


South Africa quandary (News) 
t of Energy (DOE) 

Great Plains coal gas project seeks more help from 
DOE (WS) 
Programs face budget cutbacks (News) 
Department of Interior ( 
Coal industry seems happy with Clark (News) 

Nov 13 
GAO fires salvo at federal coal lease programs; 
Interior responds (WS) J 





Leasing suspended (News) Aug 
MARC, NCA contend Watt's bid to help railroads is 
illegal (News) Aug 13 
Proposes changes in surface mine rules (WS) 





Research grant (News) 
Secretary Watt tests House Interior Committee 
authority (WS) Oct 9 
Secretary Watt yields to western coal governors 
(News) Jan 19 
Watt leaves his mark on Interior Department 
(News) Nov 11 
Watt's plans for leasing western federal coal tracts 
criticized (WS) May 9 
Wildlife Federation wants Interior to tighten surface 
mine rules (WS) 
Will increase OSM budget (News) 
Deposits, see Reserves 
Dippers, see Equipment Guide 
Disasters, see also Accidents, Safety 
Blue Diamond Coal Co. files $6.2 million Scotia 
claim (News) Jun 28 
Grundy Mining Co. makes 10 disaster settlements 
(News) 
Kentucky fatalities (News) 
South African disaster prompts safety demands by 
union (News) Oct 17 
Superintendent, supervisors convicted in Ferrell 
case (News) Aug 27 
Supervisor at Westmoreland pleads in ar blast 
case (News) y 15 
Topmost families sue Island Creek (News) . sn > 
Turkish disaster (News) 
Virginia explosion sparks blast at MSHA ews) 
Aug 1 


Drainage 4 ; 

Build your own bog to neutralize acid mine drainage 
(DtW) Jun 77 
Vacuum-drainage technique improves slope stabili- 
ty (DtW) Jun 77 









































Drilling, see also Deep mining; Equipment 
Guide; Machinery; Roof Support; Surface min- 


ing 

Bit makers fight to survive 

Drill improvements up performance .. 

Expensive bits are cheaper to use 

Firms, man and wife fined for Powder River drilling 
News) Oct 24 





( 

Gun technology married to drill bit speeds hard 
rock drilling (DtW)... Mar 77 
Water jet drill turns sharp corners to drain methane 
(Dtw) 
Dryers, see Preparation 
Dust 


Briquette conversion (News) f 
Tips on keeping longwalis in compliance (Ol) 
Jai 








Water spray zaps dust (Ol) 

For Yugoslav utility (News) 

East Germany 

To repudiate steam coal and coke imports (News) 
Jan 29 

Ecology, see Air pollution; Drainage; Environ- 

ment; Reclamation 


Economic Scene 
Jan 40; Feb 40; Mar 38; Apr 44; May 52; Jun 40; 
Jul 40; Aug 46; Sep 62; Oct 40; Nov 30; Dec 
Economics, see also Taxes 
After year of recovery coal should finally benefit 
(ES) po = 
AMC focuses on economy, energy 
Bright spots begin to appear in cloudy wise | fe) 
Feb 40 
British Coal Board reports losses of $741 million in 
1982 (News) Sep 44 
Cheaper oil is good news for U.S. and for coal 
(ES) Mar 38 
Coal industry in doldrums looks to 1983 Congress 
for more than wind (WS) ... ad 
Coal operations lose (News 
Coal’s turn to take part in recovery is coming up 
(ES) Nov 30 
Colombia borrows $9.5 million from World Bank for 
coal exploration (News) Dec 
Communications up productivity .. 
Declining coal volume (News) 
Economic growth is now key to coal’s future 
(News) Jul 40 
Economists play numbers game (News) 
Economists say European imports will stifle coal 
output (News) 
Pittston reports 3rd quarter loss (News) 
Profits up (News) 
Recession takes further toll of coal’s customers 
(ES) Jan 40 
Recovery for coal will lag behind rest of industry 
(News) 
Recovery is on its way, but not in export market 
(ES) Sep 62 
Reduced electrical generation dims coal’s pros- 
pects (ES) Jun 40 
Tax benefits can aid coal operators who know how 
to find them Oct 74 
Underground slurry offers safety and cost advan- 
tages Jun 48 
U.S. coal demand set to rise, but exports will 
founder (ES) 












































Egypt 
Sinai mine to re-open (News) 
see Power 


Energy (all fuels), see also Utilities 

AMC focuses on economy, energy 

Argentine energy (News) 

Bureau of Mines studies abandoned mine power 
(News) Aug 37 
Coal promoted as alternative to another =e 
crisis (News) Sep 13 
England, see Great Britain 

Environment, see also Air Pollution; Drainage; 
Reclamation 


Acid rain report blames powerplants for damage 
News) Jan 23 











Acid rain study impresses neither environmental nor 
business groups (WS) 
Air stower snuffs out mine fire 

Back yard blasting on quiet 

Bigtooth aspen produces excellent cover for recla- 
mation sites (DtW) Oct 91 
Centralians vote to leave fiery town (News) Sep 23 
Container-grown pine seedlings improve efficiency 
in reclamation (DtW) A 





Court forbids Bryce Canyon strip mine (News) 

Feb 29 
Environmentalists snipe at administration of surface 
mining (WS) Jul 9 
Groups oppose Colorado agreement (News) 





Lawsuits revoked (News) 

Sierra vs. Watt (News) 

Study says Centralia fire control could cost $660 
million (News) 13 
Wildlife Federation wants Interior to tighten surface 
mine rules (WS) Apr 9 
Environmental Protection Agency (EPA) 
Alteration in New Source Performance Standards 








Court tells EPA to strengthen regulations for tall 
stack emissions (WS Nov 9 
PCB spill (News) 
Ruckelshaus tells EPA it’s time to come in out of 
rain (WS) Sep 
E Guide 

Biasthole drill bits. 

Buckets, dippers and accessories.. 
Clarifiers and thickeners 

Classifiers 
Communications systems. 
Computer hardware/software 
Roof drill bits. 

Surface blasthole drills 

Thin Seam Mining Machinery .. 
Underground batteries 
Underground biasting 
Underground locomotives and cars 
E News 














Jan 155; Feb 113; Mar 101; Apr 135; May 137; Jun 
100; Jul 123; Aug 93; Sep 143; Oct 119; Nov 103; 
Dec 


European Economic Community (EEC) 
Underwrites coal gasification plant in France 
News) Dec 





Expansions, see also Acquisitions; Construc- 
tion; Sales 


China expands mines (News) 
South African capital expansion (News) 


Exploration 

Argentine contract (News) 

Colombia borrows $9.5 million from World Bank for 
Dec 


Land Bureau “Saat Powder River exploration was 
illegal (News May 23 
Tax benefits as aid coal = who know how 
to find them 








Export-Import Bank 
Equipment loan credit (News) 


American coal exports to Japan declined during 
1982 (News) 
Anthracite exports off (News) 
Argentine energy (News) 
Australian coal production and exports set records 
in 1982 (News) Apr 25 
Australian earnings (News) 

Cerrejon puts Colombia in spotlight 

Colombia exports first coal from Cerrejon central 
zone (News) Jan 29 
Drop forecast in Pacific Rim exports (News) 














East Germany to repudiate steam coal and coke 
imports (News) Jan 29 
Economists say European imports will = coal 
output (News) 35 
EDP’s low-sulfur coal (News) 

Exporters set date (News) 

Florida team wants to push American coal in Far 
East (News) 
ICC deregulates coal export rates (WS) 
ICC rules export coal is exempt from federal — 
tion (News) 17 
India imports (News) 
Indonesia must import (News) 














Sep 57 
Joint ventures for coal exports fine—but watch 
legal a Ma 
Poland exports (News) 
Recovery is on its way, but not in export market 
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South African goals (News) 

Steam coal to Spain (News) .. 

Tax benefits from exports 

Unbalanced exports (News) 

U.S. coal demand set to rise, but exports will 
founder (ES) ...May 52 
U.S. coal exports to France declined last year 
(News) Sep 44 
U.S. promises to put European coal buyers in deep 
water (News) 7 
Utah Development exports up (News) 

West Germans want coal subsidies (News) Aug 35 
Fatalities, see Accidents; Disasters 

Federal government, see Government 

Finance, see Economics 

Florida 











Approves coal-fired power plant (News) Jan 23 
Lawsuit denied (News Nov 25 
Team wants to push American coal in Far East 
(News) .... Nov 23 





Forecasts 
Computer-aided model to help forecast future of 
West Virginia coal (DtW) 
Drop forecast in Pacific Rim exports (News) 

Nov 22 
Economic growth is now key to coal’s future 
News 


Flat coal demand (News) 

Forecaster scales down European coal demand 
figures (News) ....Jan 25 
Government sees boom in world coal trade through 





Higher bills (News) 

International Energy Agency head predicts coal 
rebound (News) 

Met coal outlook: dreary worldwide (News) pod 11 
1983: a better, more stable year Feb 44 
Japanese see more stable worldwide coal prices in 
future (News) Feb 21 
Recovery for coal will lag behind rest of yweg! 
(News) Aug 46 
U.S. coal demand set to rise, but — will 
founder (ES) May 52 
Western coal demand rise predicted (News)Jan 23 
Wyoming says coal production will grow by 6 
mil-10 mil tpy (News).. Dec 
France 

EEC underwrites coal gasification plant in France 
News Dec 








( ) 

United States coal exports to France declined last 
year (News) 

GAO, see General Accounting Office 

Gas, see Natural gas 

Gasificati 


Coalgas pilot (News) 

Coasial States win pact for Cool Water plant coai 
(News) Sep 19 
EEC underwrites coal gasification plant in France 
(News) Dec 
Great Plains coal gas project seeks more help from 
DOE (WS) May 9 
Great Plains sponsors ask Synfuels Corp. for *0- 
year coverage (WS) Oct 9 
New plant operating (News) Sep 52 
Report says Great Plains will profit (News). Nov 19 
Scottish coal gas (News) May 32 


Texaco’s guarantee (News) 
Utah plant (News) 
West German plant (News) 

General Office (GAO) 

Fires salvo at federal coal lease programs; Interior 








istration; Regulations; narnes of specific agen- 
cies 

Federal 

Coal industry in doldrums looks to 1983 Congress 
for more than wind (WS) Feb 9 
Coal industry seems happy with Clark (News) 


Nov 

Coal slurry backers down but not out after House 
defeat (News) Nov 15 
Department of Energy programs face budget cut- 
backs (News) 
Federal coal set back (News) 

Inland waterways user fees sought (News). Mar 21 
Interior Secretary Watt tests House Interior Com- 
mittee authority (WS) Oct 9 











100 COAL AGE/DECEMBER, 1983 


Joseph Yancik selected to run Commerce gy 
ment coal group (WS) ng 
Justice Department asked to reconsider rail dere, 
ulation support (WS) v9 
Sees boom in world coal trade through 3000 
(News) Feb 35 
Six new Democrats in House sharpen pens for 
Clean Air Act rewrite (WS) Feb 9 
Small coal operators (News) 

Two scientific studies link acid rain with coal-fired 
emissions (WS) Aug 9 
Watt leaves his mark on Interior Department 











Ad campaign ended (News. 

Alaskan gains (News) 

Better relations (News) 

Death of a salespitch; Gov. Matheson stays home 
(News) Apr 28 
Governors seek release of abandoned mine recla- 
mation funds (WS) Apr 9 
Interior Secretary Watt yields to western coal gover- 
nors (News) Jan 19 
Jobs saved (News) Apr 37 
Land Bureau urged to cut Western lease tonnage 

















(News) 
Lawsuit denied (News) 
Montana state government amends coal lease cri- 
teria (News) May 15 
New Utah rules (News) . ..Jan 33 
Poor coal market (News)... 
Slurry studied (News) 
West Virginia senator seeks new rails (News) 

Sep 13 
Great Britain 
ABMEC '83 focuses on transport y 
Coal miners again reject Scargill’s call to strike 
(News) fea 27 
Computerized steering aids output 
MacGregor will head National Coal Board (News) 





NCB divides to conquer 

NCB moves coal to surface by air 

NCB opens Selby ‘nine complex (News) 

NCB pit hit list (News) 

NCB reports losses of $741 in 1982 (News) 
Sep 44 

NCB seeks conversion subsidies for coal-fired boil- 


NCB tests two conveyor systems 

NCB threw $6 billion down hole (News) 
PBS acquisition (News) 
Production cut (News) 

Supplier to Portugal (News) 

Thatcher victory renews talk of British mine shvt- 
downs (News) Jul 29 
Union feisty despite stockpiles, unprofitable mines 
(News) Jan 25 
Haulage, see also Cars; Conveyors; Pipelines; 
Port Watch; Railroads; Trucks and trucking; 
Water 

AMBEC '83 focuses on transport 

Cajun Electric, BN sign 15-year coal haul pact 
(News) Dec 
Computers track truck weigh-ins (Ol) 

Continuous haulage helps eliminate waiting time 














NCB tests two conveyor systems. 

Riding rails underground 

Utah mudslide (News) 

Hawaii 

Construction halted (News) 

Health, see also Black lung disease; 

Bureau takes lead in 1983 R&D 

Miner wins disability pay for pre-existing ailment 
(Legal) 
Precancerous lesions (News) 

Fi, for back injuries (News) 

Water spray zaps dust (Ol) 

Worker comfort can aid safety in thin seam opera- 
tions 
Illinois 

Diesel hearing (News) 

Low-sulfur coai (News) 

Midwest growth {News) 

U.S. Synthetic Fuels Corp. receives 46 proposals 
for funds (News) Feb 15 
Women file peephole suit in Illinois (News) . Aug 15 
india 














Coal projects lag (News) 
imports (News) 
Output increase (News) 


Production goals (News) 
Technical needs (News) 
Indiana 


Mobil equipment speeds stripping 
Indians (American 


Crow tribe establishes Montana coal development 
group (News) May 23 
Indian law suit would void leases in San Juan Basin 
(News Oct 25 
Navajo Indians designate lease renegotiation team 
(News) 23 











Navajos seek position on coal team (News) . Jul 17 
Want to slurry coal with CO, (News) Feb 17 
Indonesia 


Equipment contract (News) 
Exploration effort (News) .... 
Exploration venture (News)... 
Lignite equipment pact (News) 
Must import (News) 
Thermal construction (News) 

Injuries, see Accidents 

interior Department, see Department of Interi- 


or 

international Energy Agency 

Government sees boom in world coal trade through 
2000 (News) 
Head predicts coal rebound (News) 

Interstate Commerce Commission (ICC) 

Coal industry rails at ICC guidelines (News) Apr 11 
Deregulates coal export rates (WS) 

Rail-barge study (News) 

Rules export coal is exempt from federal regulation 
(News) 
Israel 











All systems go (News) 

To build coal port at Ashdod (News) 
Coal center (News) 
Coal supply (News- 
Colombian deal (News) 
COM piant (News) 
COM plant (News) 
Fishing trip (News) 
Hadera Power piant (News) 
Hit by Rep. Rahall for South African coal purchases 
(News) . Dec 
May buy coal from Poland (News) 

New ship (News) 
Price cuts (News)... 
Spot purchases (News) 

Will buy more coal from South African sources 
(News) Jul 25 


























Japan 

American coal exports to Japan declined during 
1982 (News) J 
Atlantic goes to Japan (News) 

Aussie deal (News) 
China aid (News) 











Coal agreement (News) 
Contract compromise (News) 
Imports (News) 
Japanese boiler (News) 

Japanese ownership nags Australians (News) 





Low-volatile coal (News) 

Mobil Oil—Tokyo plan (News 

Mobil pact (News) 

Offer accepted (News) 

Pays less (News) 

Riverside opens (News) 

Sees more stable worldwide coai prices in future 

(News) 

Tokyo agreement (News) 

Venture with China (News) 

Kentucky 

Aids TVA fluidized bed plant (News) 

Assessment upheld (News) 

Black lung clinic (News) 

Brinco Ltd. shuts Loftis mine (News) .. 

China’s agreement (News) 

Coal data hotline (News) 

Duke Power will sell four costly Kentucky coal 

mines (News) 

Fatalities (News) 

HM plant custom tailors coal 

Interior research grant (News) 

Kaneb Services acquires Kentucky coal operations 
19 























(News) 
Mapco idles coal miners; Kentucky output drops 
(News) Feb 2 


Old Ben moves to Lexington, Ky. (News) 
OSM restricts permits (News) 





Oxygen in coal (News) 

Renewed land (News) .. 

Roadheader drives two slopes . 

Standards not met (News).... 

Technology swap (News) 

U.S. Synthetic Fuels Corp. receives 46 proposals 
for runds (News) 
Utilities set back (News) 

Korea, see South Korea 

Labor, see alsoManagement; United Mine Work- 
ers 


Back on job (News) 
Back to work (News)... 
Back to work (News) .. 
Back to work (News) 
B.C. layoffs (News) 
Bethlehem Steel Corp. 
mines (News) 
Better relations (News) 

British coal miners again reject Scarg 
strike (News) 
British union feisty despite stockpiles, unprofitable 
Jan 25 
Coal miners’ union leaves relief effort to district 
leaders (News) May 13 
Coal production down, unemployment up in Appa. 
lachia (News) A 

Coal redeployment (News) 

Coalcar orders decline, Chessie system idles 470 
(News) Feb 25 
Consol recalls workers at Shoemaker, Ireland mines 
(News) 
Contract extended (News)... 

Depressed out West (News) pr 3 
Dismissal of union officials barred (Legal)..Jan 111 
Employee benefits (News) Jul 32 
Failure to communicate costs section boss job 
(Legal) Jan 111 
Fem miners sue U.S. Steel; job discrimination 








recalls workers at eight 


























German cutbacks (News) .... 
Hiring freeze ended (News) 
Jobs saved (News) 
Layoffs and callbacks (News) 
Mapco idles coal miners; Kentucky output drops 
(News) Feb 2! 
Mediation heals without binding 

Miners laid off (News) 

Miners rehired (News) ... 

Mining power of computers 














P&M layoffs (News) 
Pittston recalls (News) 

Quality circles raise efficiency . 

Recalled miners (News) Oct 32 
Sen. Percy cautions that acid rain bill will 4 
21,000 (News) Apr 2 
South African disaster prompts safety demands v 
union (News) -Oct 17 
Steel sector (News) -Apr 37 
Trumka pledges to fight harassment of female 
miners (News) ... Aug 15 
TVA lays off Muscle Shoals ammonia plant workers 
(News) Mar 17 
UMW gets miners to switch, reject PMW at strip site 
News, 























( ) 

W. Va. employment (News) 

W. Va. mined more coal in 1982 with fewer miners 

(News) Apr 15 

Women file peephole suit in Illinois (News) .Aug 15 

Worker comfort can aid safety in thin seam opera- 

tions 

Workers’ training program 

Laws and legislation, see also Court actions; 
Scene 








Legal 
Amendment rejected (News) 
Economists play numbers game (News) 
Sen. Percy cautions that acid rain bill will idle 


21,000 (News) Apr 28 
Six new Democrats in House sharpen “ mer 
Clean Air Act rewrite (WS) bg 
Slurry pipeline coalition introduces eminent ‘an 
bill again (WS) Mar 9 
This year’s slurry bill could flow past Congressional 
logjam (WS) Aug 9 
Leasing, see Coal Leasing 

Legal, see Court actions 











Lignite 

Indonesian oact (News) .... 
Land Burau approves 
(News) 
Texas project (News) 

West Germans sign lignite development deal in 
China (News) 
From Zap (News) 


ignite swap in West 











Record output (News) 

Locomotives, see Equipment Guide; Railroads 

Longwall, see Deep mining; Equipment Guide; 
Mini thod 


U.S. Synthetic Fuels Corp. receives 46 proposals 

for funds (News) Feb 15 
, see also Equipment Guide; Equip- 

ment News and individual items 

Auger proves itself in West 

Beefing up prime movers 

Computerized steering aids output .. 

Computers become mine’s eye 

Dedicated wire performs better. 

Deep-tilling device speeds reclamation (Ol) Feb 87 

Designers seek truly continuous system 60 

Dozer pushes and uses own trap to load overbur- 

den into trucks (DtW) Apr 96 

Eight-wheel dozer speeds reclamation (Ol). Mar 75 

In-seam miner to go after lost coal (DtW). Sep 109 

Mining power of computers 

Mobile equipment speeds stripping . 

New system speeds shield pulling. 

Roadheader drives two slopes .. 

Tax benefits from exports 

Thin seam mining machinery. 

Tough cable boosts output (Ol) 

What happened to TSM? 


AC drive cuts maintenance for conveyor (Ol) 


Beefing up prime movers ............ 
Computers for maintenance 


Coal use up (News) 
Malta 


Chinese coal to Malta (News) 
Marketing, see also Demand; E 
Government sees boom in world coal trade through 
2000 (News) Feb 35 
Japanese see more stable worldwide coal prices in 
future (News) 
Mine first, sell later 
Poor coal market (News) 
Recovery is on its way, but not in export market 
(ES) 62 
Sluggish market delays Colorado mine (News) 

Jul 29 
South Africa makes inroads in world’s hard coal 
market (News) ug 
Utah Power says spot coal market would be disas- 
trous (News) Aug 23 
Utility stockpiles bury steam coal market (News) 
Jun 1 

















Massachusetts 

U.S. Synthetic Fuels Corp. receives 46 proposals 

for funds (News) Feb 15 

s, see also Acquisitions; “Company 
a 





Merger 
Index”; E 


) 
Water jet drill turns sharp corners to drain methane 
(Dtw) Jan 107 
Mexico 
Plans to build coal-fired power plants (News).. Dec 
Mine cars, see Cars; Equipment Guide; Haul- 





age 

Mine rescue i 

Chinese rescue (News) 

Computers may soon direct mine rescues (DtW) 
Jui 109 

High-pressure water ready to speed th 

rescues (DtW) May 109 

MSHA stresses proper training for use of self- 

rescuers (WS) Ja 

Safer case design (News) 

Self-rescuer grant (News) 

Mine Safety and Health Administration 

MSHA 








( ) 
Factors that make underground coal mine safer 
(Dtw) Jan 107 





Figures suggest mine safety improvement (News) 
Jan 13 
Stresses proper training for use of self-rescuers 
(WS) Jan 9 
Virginia explosion sparks blast at MSHA (News) 


o Aug 11 
Apache Energy wili reopen Sunlight mine in Colora- 
do (News) Nov 22 
Carbon Coal gets New Mexico approva! (News) 








Cerrejon puts Colombia in spotlight 
Consol pumps coal slurry to surface 
Dorchester Coal is Coiorado’s No. 2 deep produc- 
er Jul 96 
GEC uses auger in Western mine 

Jim Bridger mine uses spoil side stripping ...Apr 48 
Mobil launches Caballo Rojo mine Jun 58 
Mt. Gunnison mine opened by Arco .. 

New Canadian mine (News) 

Pacific Coal Co. opens Tarong surface mine 
(News) Dec 
Perma pulls oil-to-coal switch 

Selby complex opened by NCB (News) 

Storm King plans hydraulic mine 

Triton Coal blends its product 

Walden Coal mines unusual deposit 

Mining and Reclamation Council of ese 
(MARC) 

MARC, NCA contend Watt's bid to help ere is 
illegal (News) A 
Mining methods, see also Deep mining; roe ti 











mining 

At best, Colorado seams unusual 

Computers become mine’s eye. 

Full-scale hydraulic mine planned .. 

How to cut dragline downtime 

Longwalls offer several advantages in thin seams 


Mining power of computers 

Shooting coal pays off 

Spoil-side stripping succeeds 

Thin seams can bring clean profits 

Water-based integrated mining system possible 
(Dtw) Feb 85 





Montana 

Crow tribe establishes Montana coal development 
group (news) May 23 
Montana-North Dakota coal sale attracts little inter- 
est (News) Oct 28 
State government amends coal lease criteria 
(News) May 15 
Supreme Court rules for miners on strike (News) 








Mozambique 

Brazilian studies (News) 
MSHA, see Mine 

tion 


National Coal Association (NCA) 

Bagge’s anti-Soviet plans get cold shoulder in 
Europe (News) 
Cargo bill would sink coal industry (News) ... 
MARC, NCA contend Watt's bid to help railroads is 





In situ test under way (News) 

New Mexico 

Coal leasing (News) 

Flat coal demand (News) 

Gives approval for Carbon Coal Co. mine (News) ‘ 
Jan 1 

Land Bureau urged to cut Western lease tonnage 

(News) Jun 25 

Lease plan criticized (News) May 15 

Navajos seek position on coal team (News) . Jul 17 

And OSM in dispute (News) 

Western studies (News) 

New Source 





New York 
New Yorkers face coal fraud charges (News) 

Sep 13 
Puts Staten Island coal terminal on hold (News) 


New Zealand 

Coa! 1t (News) 

Feasibility study ve 

Mine r it (News) .. 

Power station open (News) 
Dakota 





Lignite from Zap (News) 
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Montana-North Dakota coal sale attracts little inter- 
Oct 28 


Nuclear power 

Coal versus nuclear (News) 

Office of Surface Mining (OSM) 

Environmentalists snipe at administration of surface 

mining (WS Jul 9 

Gives Wyoming $24.7 million to reclaim 44 aban- 
Dec 


Interior will increase OSM budget (News) ... 

New Mexico in dispute (News) 

Restricts permits (News) 

And state of Virginia kiss and make up (WS) Jan 9 
Ohio 


Plant startup (News) 

U.S. Synthetic Fuels Corp. receives 46 proposals 
for funds (News) 

Oil and oil shale 
Cheaper oil is good news for U.S. and for coal 
fES) 

Getty prospects (News) 
Oil drillers strike clean coal .... 

Perma pulls oil-to-coal switch 

Utility coal conversion unaffected by OPEC y oy | 
0 EIB ES BE BLE Apr 17 
Open pit mines, see Surface mining 
Operations, see Mines; “Company index” 

a 


To build coal-fired power plants (News) 
Coal reserves (News) 

ania 
Accident study (News) 
Centralians vote to leave fiery town (News) Sep 23 
Penn State focuses on longwall mining research 
(Dtw) 
Steel sector (News) 
Study says Centralia fire control could cost $660 
million (News) Aug 13 
U.S. Synthetic Fuels Corp. receives 46 proposals 
for funds (News) 
Pensions, see Retirement 


People 
Jan 125; Feb 88; Mar 80; Apr 101; May 159; Jun 


111; Jul 134; Aug 79; Sep 253; Oct 93; Nov 79; 
Dec 


Philippines 
Coal conversion (News) 
Coal project (News) ....... 
Oil to Coal (News) 
see also Haulage 

China soalae (News) 
Coal slurry backers down but not out after House 
defeat (News) 
Consol pumps coal slurry to surface.. 
ETSI contract (News) 
Indians want io slurry coal with CO, (News)Feb 17 
Slurry pipeline coalition introduces eminent domain 
bill again (WS) 
Slurry studied (News) 
rm bill could flow past Congressional logjam 
(WS) 
West Germany moves forward with coal slurry pipe- 
line (News) Feb 35 
West Virginia Study (News) ..............-......0.. Mar 31 

. see also Construction 
Dorchester plans (News) 
Engineering and planning are M-K’s forte .... 
Full-scale hydraulic mine planned ... 
Indian coal projects lag (News) 
Mexico plans to build coal-fired power plants 
(News) Dec 
Pakistan to build coal-fired power plants (News) 


Pneumatics 

Coal rides to surface on air 

Pneumatic stowing seals mines 

Sweden to build coal-water mixture plant (News) 
Dec 


Poland 
After ep delay, Polish coal mine starts pro- 


Return (News) Apr 41 
Pollution, see Air pollution; Drainage; Environ- 
ment 
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Port Watch, see also Water tr: 
Jan 17; Feb 19; Mar 19; Apr 19; May 19; Jun 21; 
Jul 21; Aug 17; Sep 31; Oct 19; Nov 17; Dec 


Portugal 
Britain supplier (News) 
EDP’s low-sulfur coal (News) 


Aussie prep plant (News) 

Better recovery of magnetite may lead to lower 
preparation costs (DtW) 

Chips control cleaning circuits . 
Clarifying coal washing water... 
Cleaning to zero seldom pays.. 

Coal washing plant (News) 
Electro-coagulator settles fines 

HM plant custom tailors coal 
Materials resist wet coal abrasion 
New prep plant (News) 

Oil drillers strike clean coal 

Owners automate plants—sliowly.... 
Plant sizes fines before washing coal. 
Pumping refuse into bank 

South African prep (News) 

Spiralling particles apart 

Thin seams can bring clean profits 
Pressurized fluidi: 


Under way (News) 
Prices, see Economics 
Production 
After prolonged delay, Polish coal mine starts pro- 
duction (News) 
Australian coal production and exports set records 
in 1982 (News) 
Brazilian output (News) 
British production cut (News) 
China breaks records (News) 
Coal production down; unemployment up in Appa- 
lachia (News) Aug 29 
Contract miner is major producer .. 
Declining coal volume (News) 
Economists say European imports will stifle coal 
Output (News) 
First half figures (News) .... 
German cutbacks (News) . 
Indian goals (News) 
Major American coal producers — 1982 per- 
formance (News) ssh 
Mine slowdown (News) .. 
NCB pit hit list (News) ... 
Output increase (News) 
Pittston reports 3rd quarter loss (News) . 
Polish coal (News) 
Polish output (News).. 
Polish return (News) 
Second quarter drop (News) .. 
Spanish yield (News) 
Taiwan yield down (News) 
Tough cable boosts output (Ol)... 
Universal capacity expands (News) 
West Germans look to cut production (News) 
Oct 17 
West Virginia mined more coal in 1982 with fewer 
miners (News) Apr 15 
World coal production declined from 1979-81 
(News) Feb 25 
Wyoming coal production will grow by 6 mil-10 mil 
Dec 





statistics 

Jan 41; Feb 41; Mar 39; Apr 45; May 53; Jun 41; 

Jul 41; Aug 47; Sep 63; Oct 41; Nov 31; Dec 

Productivity, see Economics; Labor 

Puerto Rico 

Colombia sells coal to Puerto Rico (News) 

Colombian coal to Puerto Rico (News) 

Railroads, see also Haulage 

Burlington Northern’s Powder River Basin monopo- 

ly broken (News) Sep 15 

Cajun Electric, BN RR sign coal haul pact (News) 
Dec 





Coal coalition sharpens daggers for Staggers Act 
counterattack (WS) Sep 9 
Coal industry rails at ICC guidelines ans Apr 11 
Electric trains (News) .. .. Nov 27 
High rail rates (News) 

Interstate Commerce Commission deregulates coal 
export rates (WS) Oct 9 
Justice Department asked to reconsider rail yoni, § 
ulation support (WS Nov 9 
MARC, NCA contend Watt's bid to help railroads is 
illegal (News) Aug 13 














Midwest growth (News) 

Rail-barge study (News) Nov 25 
Rails play monopoly for big stakes (News)..Apr 13 
Riding rails underground 

South Africa railway (News) 

Updated railways (News) ... 

West Virginia senator seeks new rails News) 


Li 13 
Reclamation, see also Environment 
Bigtooth aspen produces excellent cover for recla- 
mation sites (DtW) Oct 91 
Container-grown pine seedlings improve age 
in reclamation (DtW) Aug 7 
Deep-tilling device speeds reclamation (Ol) Feb 87 
Eight-wheel dozer speeds reclamation (Ol). Mar 75 
Governors seek release of abandoned mine recla- 
mation funds (WS) Apr 9 
OSM gives Wyoming $24.7 million to reclaim aban- 
doned mines (News) Dec 
Renewed land (News) 
Sierra vs. Watt (News) 
Refuse di 











Coal waste disposal (Nws) 

Pelletized coke process to use waste-coal fines 
(DtW) 
Pumping refuse into bank Aj 
Regulations, see also Clean Air Act; Court 





Actions 

Alteration in New Source Performance Standards 
under consideration (WS) Nov 9 
Court tells EPA to strengthen regulations for tall 
stack emissions (WS) Nov 9 
ICC rules export coal is exempt from federai regula- 
tion (News) Jul 17 
Interior Department proposes changes in surface 
mine rules (WS) Mar 9 
Justice Department asked to reconsider rail dereg- 
ulation support (WS) Nov 9 
Mine safety rules apply even during strike (Legal) 














New Utah rules (News) 

Research, see also Synthetic fuels 

Build your own bog to neutralize acid mine drainage 
(DtW) Jun 77 
Bureau of Mines studies abandoned mine power 
News) Aug 37 
Bureau takes lead in 1983 R&D ................. Feb 56 
Cap-lamp battery offers lightweight long-life opera- 
tion (DtW) Oct 9 
China’s agreement (News) 

Coal waste disposal (News).. 

EPRI unds sought (News) .. 

Gun technology married to drill bit aia hard 
rock drilling (DtW) Mar 77 
Highly sensitive smoke detector ready for mine 
tests (DtW) Sep 109 
In situ test under way (News) 

interior research grant (News) . 

Israeli coal center (News) 

Plastic baffles increase efficiency of sediment 
ponds (DtW) Nov 75 
New instruments can probe coal’s dark secrets 
(Dtw) Jul 109 
Optimum pillar size in longwalls sought yes 
cooperative study (Dtw) 

Oxygen in coal (News) 

Penn State focuses on longwall mining research 
(Dtw) 
R, for back injuries (News) 
Space shuttle (News) 
Synfuels research (News) . 
Technology swap (News) 
Vacuum-drainage technique improves slope stabili- 
ty (DtW J 
Western studies (News) 

Reserves 





























Colombian reserves develop (News) 
Pakistan reserves (News) 


Safety, see also Accidents; Disasters; Health; 
Mine rescue techniques 

Award (News) 
Awards (News) 
Communications up productivity 

Emitted stench warns miners of fire (DtW).. Nov 75 
Factors that make underground coal mines safer 
(Dtw) Jan 107 
Failure to communicate costs section boss job 
(Legal) .... Jan 111 

















High-pressure water ready to speed underground 
rescues ( May 109 
Inaccurate records lead firm to return award 
(News) 
Individuals can be fined for mine safety violations 
(Lega 
Mine monitor (News) ¥ 
Mine safety rules apply even during strike (Legal) 
Jan 114 
MSHA figures suggest mine safety improvement 
(News) Jan 13 








Safer case design (News) 

Sequatchie Valiey Coal Co. instails underground 
seismic monitors (News) Dec 
South African disaster prompts safety demands by 
union (News) Oct 17 
Underground slurry offers safety and cost advan- 
tages 

Water spray zaps dust (Ol) 

Worker comfort can aid safety in thin seam opera- 
tions May 71 
Sales, see also Acquisitions; Expansions; Ex- 
ports; Marketing 

Apco sells to Ashland (News) 

Arch looks eastward with Armco purchase (News) 








Armco backs off (News) 

Armco sale (News) 

Bethlehem Steel sells its coal expertise . 

BLM sale reset (News) 

Brazil's loan (News) 

Coal resold (News) 

Coal scam: Leviticus probe nets 39 (News)May 15 
Colombia sells coal to Puerto Rico (News) Dec 
Colombian mine sells ail 1983 output (News) 


Company purchased (News) 

Duke Power sells one coal mine, shuts down two 
others (News) 

Duke Power will sell four costly” ange coal 
mines (News) 21 
Eastover properties sold (News) .. ir 33 
Elk Horn purchase (News) 

Genera! Electric sells Utah International for $2.4 
billion (News) Mar 29 
Israel hit by Rep. Rahail for South African coal 
purchases (News) Dec 
Low-sulfur producers see sales opportunity in acid 
rain (News) Oct 21 
Military contracts (News) .. Feb 37 
Montana-North Dakota coal sale attracts little inter- 








Pittston sales (News) 

Platte River Authority receives first shipment from 
Powder River Basin (News) Dec 
Power executive calls for more flexibility in coal 
contracts (News) te 

Properties sale (News) 

Reduced coal prices (News) 

Salt River Project to drop Coastal States for P&M 
Coal (News) 
Spot purchases (News).. 

Supply contract (News) . 

TVA seeks coal (News) 

West German sales drop (News) 
Zambia’s coal sales (News) 
Scotland 








Coal gas (News) 


Screens and screening, see Preparation 
Ships, see Water transport 

Slurry pipelines, see Pipelines 

South Africa 

Anthracite exports off (News) 

Boiler deal set (News) 

Capital expansion (News) 

Club formed to improve coal classification (News) 


Coal exports (News) 
Coal goals (News) 
Coal washing plant (News) 

Coke coal price drop (News) .. 

Danish quandary (News) 

Disaster prompts safety demands by union cet 


Oct 17 
Export rights (News) ug 
Israel hit by Rep. Rahall for South African coal 
purchases (News) Dec 
Israel will buy more coal from South African sources 
(News) 
Israeli fishing trip (News) 
Japan imports (News) 











Joy to South Africa (News) 
Makes inroads in world’s hard coal market (News) 





Preparation 
Railway (News) 
Record output (News)... 

Safer case design (News) .. 

Sasol Ill on stream (News) . 

Terminal delay (News) 

Unbalanced exports (News) 

South Korea 

Coai contract (News) 

Purchases Canadian coal (News) .. 

Smelter deal (News) Sep 57 
Usibelli wins Korea Electric contract (News)Mar 25 
Spain 

Production (News) 

Steam coal to Spain (News) 

Sprays, dust allaying, see Dust; Preparation; 


State government, see Government, State 

Statistics, coal, see also Production statistics 

Strikes 

Dismissal of union officials barred (Legal)..Jan 111 

Mine safety rules apply even during strike (Legal) 
Jan 114 

Montana Supreme Court rules for miners on strike 

(News) 

Strip mining, see Surface mining 

Sulfur 

Acid rain report blames power plants for damage 

(News) 


Acid rain study impresses neither environmental nor 
business groups (WS) 

Alteration in New Source Performance Standards 
under consideration (WS) Nov 9 
Court tells EPA to strengthen regulations for tall 
stack emissions (WS) 

Low-sulfur coal (News) 

Low-sulfur producers see sales opportunity in acid 
rain (News) Oct 21 
Ruckelshaus tells EPA it’s time to come in out of 





Sep 9 

Sen. Percy cautions that acid rain bill will idle 
21,000 (News) Apr 28 

Sep 52 
Two scientific studies is —or rain with coal-fired 
emissions (WS) .. Aug 9 
Surface mining, see also Machinery; Mining 
methods 
At best, Colorado seams unusual 
Court forbids Bryce Canyon strip mine (News) 

Feb 29 
Cross-pit conveyor concept forges ahead (DtW) 

Apr 96 
Dozer pushes and uses own trap to load overbur- 
den (DtW) 
Drill improvements up performance 
Environmentalists snipe at administration of surface 
mining (WS) 
Expensive bits are cheaper to use 
German methods (News) 
How to cut dragline downti 
Interior Department proposes changes in surface 
mine rules (WS) 
Low-cost plastic baffles increase efficiency of sedi- 
ment ponds (DtW) 
Mobile equipment speeds stripping 
Pacific Coal Co. opens Tarong surface mine 
(News) Dec 
Spoil-side stripping succeeds Apr 48 
Wildlife oe wants Interior to tighten surface 



































To build coal-water mixture plant (News) 
Synthetic fuels 
Great Plains coal gas project seeks more = from 
DOE (WS) .. May 9 
Great Piains sponsors ask Synfuels Corp. for 10- 
year coverage (WS) Oct 9 
Hampshire permit (News) 
Industry finds there’s no fuel like synfuel (News) 
Jan 11 
Mapco puts synfuels plans on shelf for moment 
(News) Jul 17 











Mississippi Power begins synfuel test (News) 


Research (News) 
Sasol Ill on stream (News) 
Westinghouse seeks synfuels buyer (News) Sep 19 





Synthetic Fuels Corporation (SFC) 
Five proposals for synfuels advance (News) Mar 17 
Great Plains sponsors ask Synfuels Corp. for 10- 
year coverage (WS) 
Receives 46 proposals for funds (News)..... Feb 15 
Report says Great Plains will profit (News). Nov 19 
Taiwan 
Yield down (News) 
Taxes, see also Economics 
Assessment upheld (News) 
Man convicted in tax shelter scheme (News) 

May 25 
Tax benefits can aid coal operators who know on 


Tax benefits from exports 
T 


ennessee 
U.S. Synthetic Fuels Corp. receives 46 proposals 
for funds (News) 
Tennessee Valley Authority (TVA) 
Claims savings (News 
Duke Power plan fluidized bed plant (News) Feb 24 
EPRI funds sought (News) Feb 24 
Kentucky aids TVA fluidized bed pliant (News) 

Mar 17 
Lays off Muscle Shoals ammonia plant workers 
(News) . Mar 17 
Seeks coal (News) 
Wants to divest itself of unneeded coal effects 


Lignite project (News) 
Supreme Court rules against San Antonio in rate 


MSHA stresses proper ee for use of self- 

rescuers (WS) 

Self-rescuer grant (News) 

Workers’ pe a program .. 

Ti 

Trucks and , see also 

Computer track truck weigh-ins (Ol) 
ey 





Turk 


Coal miners’ union leaves relief effort to district 
leaders (News) May 13 
Former UMW president elected to field rep spot - 
(News) 
Gets miners to switch, reject UMW at strip site 
(News) 
Inauguration (News) 
Keeps Canada (News)... 
Oh, what a feeling (News) 
Quiet spot (News) 
In the black (News) 
Trumka cuts union staff to save money (News) 
Feb 11 
Trumka pledges to fight harassment of female 
miners (News) Aug 15 
Trumka team sues UMW officer on redbaiting alle- 
gations (News) Apr 27 
U.S. Bureau of Land Management, see Bureau 
of Land 
U.S. Bureau of Mines, see Bureau of Mines 
U.S. Export-import Bank, see Export-import 
Bank 


USSR 
Few American producers attend Soviet coal show 

) Nov 19 
Soviets sit on frozen assets in cold coalfields of 
Siberia (News) 
Utah 


























Coal gasification (News) 
Court forbids Bryce Canyon strip mine (News) 

Feb 29 
Death of a salespitch; Gov. Matheson stays home 
News 


( ) 
Getty wins coal contracts in Utah (News)... 
Mudslide (News) 





Utah Power (News) 
Utah Power says spot coal market would be disas- 
trous (News) Aug 23 
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Utilities, see also Tennessee Valley Authority 
Acid rain report blames power plants for damage 
(News) : 
AEP to provide power (News) 
Black Beauty Coal extends utility pact (News) 

Aug 27 
Cajun Electric, BN sign 15-year coal haul pact 

Dec 


Con Ed’s coal request (News) 

Duke Power sells one coal mine, shuts down two 
others (News) y 17 
Duke Power will sell four costly Kentucky coal 
mines (News) 

Higher bilis (News) 

Intermountain Power group secures coal through 
Be II occecniidnsonpeaninceustnsqissssdeiasentnnciaan Sep 23 
Israel plant (News) ...Oct 37 
Last power plant (News) 

Mexico plans to build coal-fired power plants 
(News) Dec 
Mississippi Power begins synfuel test (News) 


New power plant (News) 
Ohio plant startup (News) 
Pakistan to build coal-fired power plants (News) 


Piant closed (News) 

Platte River Authority receives first shipment from 
Powder River Basin (News) Dec 
Power executive calls for more flexibility in coal 
contracts (News) ... Nov 19 
Power station open (News)......................... May 32 
Properties sale (News) 

Reduced electrical generation dims coal’s pros- 


Set back (News) 

State of Florida approves coal-fired power plant 

(News) 

Stockpiles bury steam coal market (News) .Jun 13 

Supreme Court rules against San Antonio in rate 

case (News) 

Thermal construction (News) 

TVA, Duke Power pian fluidized bed plant (News) 
Feb 24 


Allis-Chalmers Corp. 

New plant operating (News) 

Amax Coal Co. 

Major American coal producers report 1982 per- 
formance (News) 

American Natural Resources (ANR) 

Properties saie (News) 





Takes over National Mine Service (News)... 
Apache Energy and Minerals Co. 
Will reopen Sunlight mine in Colorado (News) 


Mar 24 


ian Power Co. 
Selis to Ashland (News) 
Arch Mineral Corp. 
Looks eastward with Armco purchase (News) 
Mar 11 
Major American coal producers report 1982 per- 
formance (News) 
Quality circles raise efficiency 
Armco Inc. 


Arch looks eastward with Armco purchase (News) 


Apco sells to Ashland (News) 
Company cxnaaaor-ae} (News) 
Atlantic Research Corp. 
Goes to Japan (News) 
Atlantic Richfield Co. (Arco) 
Major American coal producers report 1982 per- 
formance (News) 

Mine first, sell later 

B.C. Coal Ltd. 

Layoffs (News) 

Bechtel Petroleum, Inc. 
Pipeline contract (News) 
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Two scientific studies link acid rain with coal- yt 
emissions (WS) 

Usibelli wins Korea Electric contract (News) Mar os 
Utah International sells Trapper mine to utilities 
(News) 

Utah Power (News) 

Utah Power says spot coal market would be disas- 
trous (News) 

Weather puts heat on stockpiles (News) .... 
Zimmer nuclear plant may switch to coal (News) 


Utilization, see Coa! usage 

Virginia 

Coal freighter founders off Virginia coast in storm 
(News) 

Explosion sparks blast at MSHA (News) 

Mines down (News) 

And OSM kiss and make up (WS) 

Slurry studied (News) 

Washington Scene 


Water handling, see Drainage; Preparation 

Water transport, see also Haulage; Port Watch 

Army Corps gives approval for Ohio River coal port 

(News) 

Coal-fired ship delivers first cargo to New England 

(News) 

Coal-fired ship starts deliveries to Brayton Point 

station (News) 

Coal freighter founders off Virginia coast in storm 

(News) 

Coal to east China (News) 

Inland waterways user fees sought (News) . Mar 21 

israel to build coal port at Ashdod (News) 

Israel's new ship (News) 

NCA: cargo bill would sink coal industry (News) 
Jul 13 

New York puts Staten Island coal terminal on hold 

(News) 

Rail-barge study (News) 

South African delay (News) 

U.S. promises to put European coal buyers in deep 

water (News) 

West German’ 

Coal gasification plant (News) 

Electric trains (News) 

German cutbacks (News) 

Looks to cut production (News) 


COMPANY INDEX 


Bethlehem Steel Corp. 

Recalls workers at eight mines (News) 
Sells its coal expertise 

B.F.C. Coal Co. 

Mobile equipment speeds stripping 
Black Beauty Coal Co. 

Extends utility pact (News) 

Blue Di Coal Co. 

Files $6.2 million Scotia claim (News) 
Brinco Ltd. 

Shuts Loftis mine in Pike County, Ky. (News).. Dec 
Cannelton Industries Inc. 

Back to work (News) 

PCB spill (News) 
Carbon Coal Co. 

New Mexico gives approval for mine (News) 


Feb 13 
Se 





Carbon County Coal Co. 

Hiring freeze ended (News) 

Clinchfield Coal Co. 

McClure probe suggests mismanagement (News) 
Oct 


Coal Resources Co. 

Coal fraud (News) 

CoaLiquid Inc. 

COM for kwh (News) 

Coastal States Energy Corp. 

Salt River Project to drop Coastal States for P&M 
Coal (News) Aug 35 
Wins pact for Cool Water plant coal (News) 





Consolidation Coal Co. 

Back to work (News) 

Major American coal producers report 1982 = 
formance (News) 

Methane process (News) . 

Miners laid off (News) 

Pumps coal slurry to surface 


Moves forward with coal slurry pipeline (News) 
Feb 35 

New power plant (News) 

Rejects greater subsidies for coal industry (News) 


Sales drop (News) 
Surface mining methods (News) 

Wants coal subsidies (News) 

West Germans sign lignite development deal in 
China (News) Jul 25 
West Virginia 

Ad campaign ended (News) 

Better relations (News) 

Closings of mines (News) 

Computer-aided model to help forecast future of 
West Virginia coal (DtW) Mar 77 
Consol recalls workers at Shoemaker, !reiand mines 
(News) Dec 
Employment (News) 
Production figures (News) 
Jobs saved (News 
Military contracts (News) 

Mined more coal in 1982 with fewer 











Feb 37 
Oct 32 
-Apr 37 
Feb 37 
miners 











(News) ... 

Pipeline study (News) 

Poor coal market (News) 

Second quarter drop (News) 

Self-rescuer grant (News) 

Senator seeks new raiis (News) .. 

UMW inauguration (News) 

U.S. Steel shuts mine 36 (News) Dec 
Water-based integrated mining system a 
WVU professor says (DtW) Feb 85 
Wyoming 

Geo. Survey says coal production will grow by 6 
mil-10 mil tpy (News) . Dec 
OSM gives Wyoming $24.7 million to reclaim 44 
abandoned mines (News) Dec 
Triton Coal Co., 
U.S. Synthetic Fuels Corp. receives 46 proposals 
for funds (News) 

Yugoslavia 








Briquette conversion (News) 
Coal dust for utility (News) 


Zam 
Coal sales (News) 


Recalls workers at Shoemaker, Ireland mines 





Reduced coal prices (News) 
Continental Companies 
Coal fraud (News) 
Curtiss-Wright Corp. 

PFBC under way (News) 
Dorchester Coal Co. 
Construction plans (News) 
Realizing Western coal potential 
Duquesne Light Co. 
Pneumatic stowing seals mine 
Eastern jiated Coal 


Safety award ad 
Settles injury suit for $1.5 million (News)... 

Shuts down (News) 

Elk Horn Coal ; 

Purchases Transcontinental Coal Processing, Inc. 
(News) Mar 31 
Exxon Coal U.S.A., Inc. 

Major American coal producers report 1982 per- 
formance (News) 
GEC Minerals 
Auger proves itself in West 
General Electric 











Sells Utah International for $2.4 billion (News) 
Mai 


Mining Co. 
Getty merges (News) 
Prospects (News) 
Wins Coal contracts in Utah (News) 
Grundy Mining Co. 
Another miner killer at Grundy site (News) . Mar 29 
Makes 10 disaster settlements (News) Apr 29 





Hampshire Energy 
Plant permit (News) 
Island Creek Coal Co. 
Back on job (News) 








Chinese contract (News) 

Major American coal producers report 1982 per- 
formance (News) 

Topmost families sue (News) 

Jericol Mining Co. 

Inaccurate records lead firm to return award 


To South Africa (News) 
Kaneb Services 

Acquires Kentucky coal operations (News) Sep 19 
Kentucky Gem Coal Co. 

Kaneb Services acquires Kentucky coal operations 
(News) ; 
Kerr-McGee Coal Corp 

Major American coal producers report 1982 per- 
formance (News) 

Kiewit Mining and Engineering Co. 

Major American coal producers report 1982 per- 
formance (News) 
Lost Mountain Mining Co., Inc. 
HM plant custom tailors coal 
Mcintyre Mines Ltd. 

Contract extended {News) 








inc. 
Idles coal miners; Kentucky output drops (News) 
Feb 29 
Puts synfuels plans on shelf for moment es 
jul 


Mineral Processing Systems, Inc. a, 
Acquisition (News) 
Mobil Oil Corp. 
Japan-Mobil pect (News) 
Launches coal career 
Tokyo plan (News) 
Monterey Coal Co. 
Layoffs and callbacks (News) 
Mothballed mine (News) 
Morrison-Knudsen 
Contract miner is major producer 
Mountain Coals, Inc. 
New prep plant (News) 
National Mine Service (NMS) 
Anderson Strathclyde takes over National Mine 
Service (News) 
, Inc. 
Layoffs (News) 
Coal resold (News) 
Major American coal producers report 1982 per- 
formance (News) 
Occidental Petroleum Corp. 
Coal operations lose (News) 
U.S.-China coal deal (News) 
Old Ben Coal Co. 
Moves headquarters to Lexington, Ky. (News) Dec 





Brezovec, David 

Bethlehem Steel sells its coal expertise 

Bit makers fight to survive 

Computers become mine’s eye. 

Consol pumps coal slurry to surface. 
Expensive bits are cheaper to use.... 
Machines Aid Thin Seam Output ... 
Pneumatic stowing seals mines.-- 
Roadheader drives two slopes... 

Thin seams can bring clean profi 

What happened to TSM?..................:..c0002 
Bruno, Steve 

Chips control cleaning circuits 

Chironis, Nicholas 

Back yard blasting on quiet 

Bureau takes lead in 1983 R&D .... 
Contract miner is major producer .. 

How to cut dragline downtime ... 

Mining power of computers 

Mobile equipment speeds stripping .. 
Quality circles raise efficiency 

Reduce highwalls—and costs, too. 
Shooting coal pays off 

Spoil-side stripping succeed 

Coggin, John C.., ill 

Tax benefits can aid coal operators who know how 
to find them Oct 74 
Fi 








‘einschreiber, Robert 
Tax benefits from exports 


Pacific Coal Co. 
Opens Tarong surface mine (News) 
‘acific Resources, Inc. 


Construction halted (News) 

PBS Coals, Inc. 

Acquisition (News) 
Coal Co. 





Celebrates first 100 years in coal business (News) 
Jun 22 

Major American coal producers report 1982 per- 

formance (News) 

Perma Resources 

Pulls oil-to-coa! switch 

Pittsburg & Midway Coal Mining Co. 

Layoffs (News) May 31 

Major Ameiican coal producers report 1982 per- 

formarice (News) Apr 21 

Sait River Project to drop Coastal States for PEM 

Coal (News) Aug 35 

Pittston Coal Co. 

Eyes peeper suit (News) 

Major American coai producers report 1982 per- 

formance (News) 

Recalls (News) 

Reports 3rd quarter ioss (News) 

Sales (News) 

Pyro Mining Co. 

Roadheader drives two siopes 

Quaker State Oil Refining 

Coal-fired refinery (News) 

R&F 

Back yard blasting on quiet 

Resource Exploration and 

















ing 
Coal contract cancelled, sues (News) 
Rocky Mountain Energy (RME) 
Files suit (News) 
Salt River Project (SRP) 
To drop Coastal States for P&M Coal (News) 
A 


Scientific Design Co. 

Space shuttle (News) 

Sequatchie Valley Coal Co. 

Installs sede ga seismic monitors (News) . Dec 
S.F. Coal 

Supply contract (News) 

Shell international Coal 

To China (News) 
Shell Oil Co. 
Mine contract (News) 

Snowmass Coal Co. 

Depressed out West (News) 

Standard Oil of Ohio 

Women file peephole suit in Illinois (News) . Aug 15 
Storm King Mines, Inc. 

Full-scale hydraulic mine planned 





AUTHOR INDEX 


Green, Peter 

Anthracite is reclaimed from culm 
Clarifying coal washing water....... 
HM pliant custom tailors coal .... 
Materials resist wet coal abrasion 
Medizition heals without binding... 
Oil drillers strike clean coal 
Owners automate plants—siowly 
Plant sizes fines before washing coal.. 
Pumping refuse into bank... 
Riding rails underground . 
Spiralling particles apart 
Hambleton, George 


Cleaning to zero seldom pays 
Heywood, Peter 


NCB tests two conveyor systems 
Hunter, David 

Britain's Coal Board divides to conquer 
Coal rides to surface on air 
Computerized steering aids output 
Jackson, Dan 

Air stower snuffs out mine fire 

At best, Colorado seams unusual 

Auger proves itself in West 

Beefing up prime movers “ 
Blending coal to customer specifications ......... Dec 
Drill improvements up performance ... “ 
Full-scale hydraulic mine planned ... 

Good upkeep adds to battery life 


Sun Co., Inc. 

Acquisition (News) 

Texaco Inc. 

Gasification program guarantee (News) 
Texas Utilities Co. 

Major American coal producers report 1982 per- 

formance (News) 

TMCI Construction Inc. 

Shafted in Colorado (News) 

Triton Coal Co. 

Blending coal to customer specifications 

U.S. Steel Mining Co. 

Fem miners sue U.S. Steel; job discrimination 

alleged (News) Aug 15 

Major American coal producers report 1982 per- 

formance (News 








Shuts Mine 36 at Cabin Creek, W. Va. News) Dec 
Universal Coal and Energy Co. 

Capacity expands (News) 

Usibelli Coal Mines inc. 


Wins Korea Electric contract (News) 

Utah Development Co. 

Exports up (News) 

Japan pays less (News) 

Project halted (News) 

Utah International Inc. 

General Electric sells Utah International for $2.4 

billion (News) .. Mar 29 

Major American coal producers report 1982 per- 

formance (News) 

Selis Trapper mine to u (Ne 

Takeover set for conclusion in fall (News) .. Aug ~ 

Vipin plan denied (News) Sep 5 
inia City Coal Co. 

pre aned properties (News) 

Walden Coal Co. 








w 
New mine (News) 


At best, Colorado seams unusual 
lestern ieries Ltd. 


w % 
Back in black, but not out of woods (News) 

Mar 13 
Former Westmoreland workers are convicted 
(News) Jun 28 
Superintendent, supervisors convicted in Ferrell 
case (News) Aug 27 
Supervisor at Westmoreland pleads in —" blast 
case (News) 
Westinghouse Electric Corp. 
Seeks synfuels buyer (News) 








Mine first, sell later . 
Mobil launches coal career ... 
Perma pulls oil-to-coal switch 
Realizing western coal potential 





, Robert L. 
Dedicated wire performs better 
Merritt, Paul C. 
Cerrejon puts Colombia in spotlight 
Contract miner is major producer ... 
Mills, Peter 
Chips control cleaning circuits 
Nilsson, Dan 


Continuous miners vs. longwalis 
Norton, Gerald 


Cleaning to zero seldom pays 

Prelaz, L. J. 

Two miners boost productivity 
A. 


Pusey, William 

Joint ventures for exports fine—but watch legal 

angles 

Reddy, Narender A. 

Continuous miners vs. longwalls 
HH. 





Spencer, Richard 
Dedicated wire performs better 
T Paul D. 


Computers for maintenance 


Wilkinson, ‘ 
1983: a better, more stable year 
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